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DEPARTMENT OF THE ARMY 
US ARMY INTELLIGENCE AND SECURITY COMMAND 
FORT GEORGE G. MEADE, MARYLAND 20755 


16 January 1980 


MEMORANDUM FOR THE RECORD 

SUBJECT: INSC0M GRILL FLAME Briefing for Congressman Rose 

16 January 1980 (U) 


Committee on Intelligence) on the INSC0M D " Jack Vorona, 

briefing had been requested by Congressman Rose via Dr. 

DDST, DIA and had been approved by the ALSI. 


(U) 


The following personnel attended the briefing: 


Congressman Rose 

MG Thompson, ACSI 

Jake Stewart, NSC Staff Member 

Dr. Jack Vorona, DDST, DIA 

Dick Giza, Office of Congressman Rose 

LTC Watt, INSC0M 
Recorder (Identity unknown) 


3. (U) Congressman Rose stated that he want ^ u ^ e h ^^^" 9 0 pp^tunity 
Wevie:\re procefdingl * e Thompson replied that he had no objections 

to taping the briefing. 

4. (U) Inclosure 1 shows the ^ ' 

was not provided to the audience at the direction 
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